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The Director of Central Intelligence 
Washington, D.C. 20505 


Intelligence Community Staff 


July 24, 1978 


Lt. General John W. Pauly 
Vice Commander in Chief, USAFE 
AP0 New York 09012 

Dear General Pauly: 

I would like to offer you my congratulations and best wishes on 
your appointment as Commander-in-Chief. I am sure that USAFE 
will benefit from your leadership. 

You and your command are important users of Intelligence Community 
output. Our perceptions of your needs play a significant role in 
the priorities we establish and the programs we support. If there 
is any way in which I can be of any help, please let me know. 

Sincerely, 

STAT 


Deputy to the Ui rector of Central Intelligence 
for Resource Management 
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